STATE  COUNCIL  OF  CIVIL  DEFENSE 
MATE  CAPITOL  BUILDING 
HAR  {IS.3URG,  PENNSYLVANIA 


August  17,  19$h 


INFOPJUTIOH  CIRCULAR  NO.  52 
IMMEDIATE  RELEASE 

BELL-/-.ND-L1GHTS  INSTANTANEOUS  AIR  PUD  WARNING  SYSTEM 
additional  Inf  ormamion  ’ - Supplement  No.  1 to" 

Information  Circular  No.  U6,  dated  January  13,  195U 

1.  The  purpose  of  this  circular  is  to  supplement  the  information 
on  the  bell-and -lights  warning  system  provided  by  Information  Circular  No.  i|6, 
dated  January  13,  195U. 

2.  As  indicated  in  Paragraph  7 of  Information  Circular  No.  U6, 
the  State  Council  of  Civil  Defense  currently  is  reviewing  the  list  of  "State 
Subscribers"  in  order  to  determine  what  additions  and  subtractions  to  and 
from  the  list  may  be  necessary  to  provide  essential  coverage  and  meet  other 
basic  requirements. 

3.  To  facilitate  the  review  mentioned  in  Paragraph  2,  immediately 
above,  and  in  order  to  provide  the  time  necessary  to  effect  approved  additions 
and  re-locations  prior  to  the  next  statewide  civil  defense  test.  County  and 
Local  Civil  Defense  Directors  desiring  either  additions  to  the  "State  Subscriber" 
list,  or  the  re-location  of  present  signal  receiving  stations,  hereby  are 
directed  to  submit  formal  requests  for  such  additions  and  re-locations  to  the 
State  Council  of  Civil  Defense  prior  to  October  1,  1954.  (Previously  submitted 
requests  now  pending  need  not  be  re-submitted,  but  additional  information  con- 
cerning them  may  be  asked  for  by  the  Council.) 

U.  Bell-and-lights  addition  and  re-location  requests  received  after 
October  1,  195U,  promptly  will  be  considered  and  the  individuals  concerned 
promptly  will  be  notified  of  their  approval  or  rejection.  Except  in  the  case 
of  those  which  the  State  Council  of  Civil  Defense  may  deem  absolutely  essential, 
however,  installations  and  re-locations  requested  after  October  1 cannot  be 
made  prior  to  January  1,  1955. 
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3.  In  order  to  receive  formal  consideration,  all  requests  for 
additions  to  the  "State  Subscriber"  list  must  be  submitted  in  writing  exactly 
as  prescribed  in  Paragraph  8 of  Information  Circular  No.  U6. 

6.  In  order  to  receive  formal  consideration,  all  requests  covering 
re-location  of  signal  receiving  stations  provided  "State  Subscribers"  must  be 
made  in  strict  accordance  with  the  procedure  set  forth  in  Paragraph  13  of 
Information  Circular  No.  U6. 

7.  The  need  for  strict  adherence  to  request  procedures  set  forth 

in  Paragraphs  8 and  13  of  Information  Circular  No.  U6  cannot  be  over-emphasised. 
These  procedures  do  not  represent  mere  whims  on  the  part  of  the  State  Council 
of  Civil  Defense.  They  are  specifically  designed  to  meet  the  terms  of  exist- 
ing contracts,  whereby  all  the  various  telephone  companies  concerned  provide 
the  unified,  inter-connecting  service  required  for  an  efficient  and  effective 
warning  system. 

8.  County  Civil  Defense  Directors  will  be  expected:  (a)  To  mail 

all  letters  of  request  for  bell -.and- lights  additions  and  re-locations  to  i-ir. 

N.  L.  Wymard,  Deputy  Director,  State  Council  of  Civil  Defense,  Main  Capitol 
Building,  Harrisburg,  Pennsylvania^  and  (b)  to  provide  their  respective  .ire a 
Director  with  two  copies  of  all  such  letters.  The  .area  Directors  will 
forward  one  copy  of  the  request  letters  to  the  Deputy  Director  with  pertinent 
recommendations  as  to  action  to  be  taken.  The  second  copy  will  be  retained 
b3r  the  .ire a Director  and  incorporated  in  the  file  on  .trea  installations. 

9.  In  view  of  the  strict  limitation  of  funds  available  for  use  in 
connection  with  installation  and  operations  of  the  bell-and-lights  system, 
Paragraphs  3 and  U,  above,  should  not  be  taken  as  "an  open  invitation  to 
request  bell-and-lights  additions  and  re-locations",  ill  such  requests  should 
be  limited  to  action  designed  to  provide  essential  coverage  at  minimum  expense. 
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10.  In  all  cases  where  personnel  changes,  or  other  local  factors, 


have  rendered  present  bell-and-lights  installations  no  longer  necessary  or 
desirable,  County  and  Local  Directors,  under  the  provisions  of  Paragraph  9 
of  Information  Circular  No.  1+6,  are  requested  to  submit  written  recommenda- 
tions covering  the  removal  of  such  installations.  As  in  the  case  of  requests 
for  additions  and  re-locations  (Paragraph  8,  above),  these  letters  of  recom- 
mendation should  be  mailed  to  the  Deputy  Director  at  Harrisburg,  with  two 
copies  being  provided  the  Area  Director  concerned.  The  elimination  of  unneces 
sary,  or  "unused",  installations  will  make  it  possible  to  provide  service  to 
some  other  points  not  presently  covered. 

11.  The  review  mentioned  in  Paragraph  2,  above,  may  indicate  that 
removal  of  certain  of  the  present  bel.l-and-lights  installations  is  either 
desirable  or  necessary.  Prior  to  making  such  removals,  the  Area,  County  and 
Local  Directors  concerned  will  be  asked  to  submit  recommendations  covering 
the  proposed  action.  In  these,  as  in  all  other  cases,  however,  power  of  final 
decision  on  the  matter  shall  rest  with  the  State  Council  of  Civil  Defense. 


Richard  Gobs tell 
Director  of  Civil  Defense 
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